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High-bandwidth  Asynchronous  Integrated 
Intermodule  Pixel-to-Pixel  Communication 


•  Analog/Digital  design  •  Communicates  “as  needed” 

•  Low  Power  Standby  *  6  MHz  Maximum  throughput 
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